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sistence. But the troops could not work through the thicket of fallen trunks and, as night came on, they had to withdraw baffled. Next day Lake George saw another strange spectacle - - a British army of thirteen thousand men, the finest ever seen hitherto in America, retreating in a panic, with no enemy in pursuit. Nearly two thousand English had fallen, while Montcalm's loss was less than four hundred. He planted a great cross on the scene of the fight with an inscription in Latin that it was God who had wrought the victory. All Canada had a brief period of rejoicing before the gloom of final defeat settled down upon the country.